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New Aspects of Biochemical Research in 
Alcoholism (Westerfeld) , Oct., 864 

Newborn, Comments on C linical Testing of 
Antimic robial Agents in the (Silver- 
io), Dec., 1075 

New Drugs, Jan., 56 

New Impetus for Occupational Health and 
Toxicology (Anderson), Dec., 1081 

Noise Problem, Paper Mill, Solutions to 
the (Gray), Apr., 257 

Nuclear Industry, Physical Examinations 
and Medical Records Required in (Faes) 


Mar., 195 
O 


Obesity and its Treatment (Hutton, Cre- 
ticos), May, 355; June, 472 

Occupational Accident Prevention in the 
United Kingdom (Stoney), Apr., 267 

Occupational Accidents in Egypt (El-At- 
tar), Aug., 669 

Occupational Accidents in Egypt, Source 
of, and the Part of Body Injured (EI- 
Attar), Aug., 672 

Occupational and Industrial Health: A 
Look Toward the Future (Howe), Sept., 
7A1 

Occupational Disea se Hazards: 

Future of Health in Industry, The (Sil- 
ver), Dec.. 105) 

Occupational Disease, How a State Health 
Agency Prevents (Lieben, Hill), June, 
489 

Occupational Health: An _ Anniversary 
Year (Editorial), Aug., 635 

Occupational Health and Toxicology, New 
Impetus for (Anderson), Dec., 1081 

Occupational Health Problems in a Trans- 
port Company (Driessen), Jan., 30 

Occupational Health, Research and Train- 
ing in, in Zagreb, Yugoslavia (Valic, 
Saric), Jan., 36 


Palliation in Advanced Cancer (Hendrick- 
son), Feb., 

Participation of the Central Nervous Sys- 
tem in Decompression (Rozsahegyi, 
Roth), Feb., 191 

Pentaborane, Decaborane and Reserpine, 
The Similar Pharmacologic Effects of 
(Weir, Meyers), Aug., 695 

Peptic Ulcer Patient in Industry, A Suc- 
cessful Management of the (Paullus), 
Jan., 21 

Pesticides, Recent Research on Esterase 
Changes Induced in Mammals by Or- 
ganic Phosphates, Carbamates and Chlor- 
inated Hydrocarbon (Kay), Dec., 1068 

Pharmacologic Effects of Pentaborane, De- 
caborane and Reserpine, The Similar 
(Weir, Meyers), Aug., 696 

Pharmacology, Advances in, Related to 
Anesthesia and Surgery (Collins), June, 
465 

Phenyramidol, Parenteral, Treatment of 
Muscle Spasm with (Quinnam, Nelson), 
Aug., 679 

Physical Examinations and Medical Rec- 
ords Required in Nuclear Industry 
(Faes), Mar., 195 
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Pneumoconiosis: 

Dust Hazards Related to Health (Har- 
ris), Apr., 262 

How a State Health Agency Prevents 
Occupational Disease (Lieben, Hill), 
June, 489 

Post Hoc Philosophy of Disease, The (Edi 
torial), Sept., 
Post-Traumat c Neurosis in Industry (Mil- 

len), Nov., 929 

Potential Dangers of Long-Term Tran- 

quilization (Laurain), Oct., 895 

Preventive Medicine: 

New Impetus for Occupational Health 
and ‘Toxicology (Anderson), Dec., 
1081 

Problem from the Standpoint of the Physi- 

cian, The (Ansfield), Nov., 946 

Program for the — of Tetanus, 
A (Windsor), Mar., 171 
Programs 
American Association of Railway Sur- 
Feb., 125; Mar., 160, 161; 
, 244-247 

Fourth Inte rnational Meeting in Forensic 

Medicine, Apr., 290; May, 389; June, 


482 

International Congress on me oe 
Health, Feb., 100; Mar., 215; Apr., 
243: May, 341 

Public Health Conference on the Use of 
X-Rays in Medicine and Industry, 
Mar., 216 

Society for Clinical Ecology, Mar., 209 

Symposium on Medical and Applied 
Virology, May, 377; June, 479; July, 
626-628; Aug., 708, 709; Sept., 810- 
812; Oct., 852-854; Nov., 967-979 

Tenth Congress of the Pan- Pacific Surgi- 
cal Association, Feb., 134; Mar., 226; 
Apr., 326; May, 414; June, 436 

Psychiatry: 

Current Wisconsin Legal Concepts in 
Industrial Psychoneurosis (Wilkie), 
Nov., 93' 

Definitions and Dynamics = Psycho- 
neurosis (Miller), Nov., 92 

Improving the Worker’s Wesstionsl En- 
vironment (MacPherson), Apr., 259 

Medical-Legal Aspects of Traumatic 
Psychoneurosis (Davidson), Nov., 936 

Post-Traumatic Neurosis in Industry 
(Millen), Nov., 929 

Psychotraumatic Reactions (Braverman, 
Hacker), Nov., 957 

Psychoneurosis: 

Definitions and Dynamics of (Miller), 
Nov., 925 

Indu strial, Current Wisconsin Legal 
Concepts in (Wilkie), Nov., 939 

Post-Traumatic Neurosis in Industry 
(Millen), Nov., 929 

Traumatic, Medical-Legal Aspects of 
(Davidson) , Nov., 936 

Psychotherapy Versus Chemotherapy: A 
Point of View (Editorial), May, 333 
Psychotraumatic Reactions (Braverman, 

Hacker), Nov., 957 

“‘Push-Button Era of Medicine, The’’ (Ap- 
pel), Sept., 745 .. 


R 


Radiation Protection: 
ow a StateHealth Agency Prevents 
Occupational Disease (Lieben, Hill), 
June, 489 

Radiation Therapy: 

Palliation in sounee Cancer (Hen- 
drickson), Feb., 

Rates and Costs of eeeaiitbind Acci- 
dents in Egypt (El-Attar), Sept., 768 
Recent Research on Esterase Changes 
Induced in Mammals by Organic Phos- 
phates, Carbamates and _ Chlorinated 
cca, Pesticides (Kays), Dec., 
1068 

Rehabilitation: 

Cardiac is Not at the End of the Line, 
The (Hagan), Aug., 653 

Responsibilities of the Physician in 
Workmen’s Compensation Cases 
(Howe), Nov., 984. 

Report on the Proceedings of the 15th 
International Congress on Occupation- 
al Medicine (Deichmann), Dec., 1086 
Research and Training in Occupational 
Health in Zagreb, Yugoslavia (Valic, 
Saric), Jan., 36 

Reserpine, The Similar Pharmacologic Ef- 
fects of Pentaborane, Decaborane and 
(Weir, Meyers), Aug., 696 

Responsibilities of the Physician in Work- 
men’s Compensation Cases (Howe), 
Nov., 984 

Resuscitation: 

External Cardiac Compression: Why 
and How? (Fagg), Jan., 41 
Gray Area, The (Kouwenhoven), Apr., 
71 
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S 
Safety: 


Accident Prevention in Heavy Industry 
(Faison), Apr., 252 

Engineering Safety into Material Han- 
dling Jobs (Verlenden), Apr., 254 

Occupational Accident Prevention in the 
United Kingdom (Stoney), Apr. 267 

Science Miniature: 

Gas Jet Clears Deposits from Clogged 
Arteries, June, 517 

Radiation—Doctor’s Yardstick, Mar., 
213 

Varied Uses of High Pressure Oxygen, 
June, 517 

Seen and Heard at the Medical Meetings: 

Adaptation to the Environment of Man’s 
Future (DuBois), May, 409 

Chemotherapy for Ovarian 
(Ray), Jan., 56 

Conquest of the Ocean, The (Ravelle) , 
Apr., 296 

Convocation (Freeman), May, 409 

ss ieee Hernai (Brinton), Jan., 


Cancer 


Barly Ambulation (Lichtenstein), Feb., 


Endoscopic Removal of Bladder Tu- 
mors (Turner), Jan., 56 

Free Spirit in a Controlled Environ- 

ment, The (Rowan), Apr., 296 

Ileo Ulcers—Enteric-coated Hydrochlo- 
rothiazide with 4 ag Chloride 
(White, Hamaker), Feb., 

ataawes in the Neck (Hendvick) Jan., 


Met: astatic Lesions in the Lung from 
the Uterus (Prietto), Feb., 121 

Passing into Space (Douglas), Jan., 57 

Pigmentation and Multiple Polyposis 
(McAllister), Mar., 206 

Prospects of Economic Abundance, The 
(Boulding), May, 408 

_ of Energy, The (Seaborg), May, 


Soci io- coiaaiaiil Problems = oe 
Physicians (Mendez), Feb., 

Spinal Cord Injuries (Ver * 
Feb., 130 

Similar Pharmacologic Effects of Penta- 
borane, Decaborane and Smoking, 
Work Injuries and (Naus, Engler, 
Hetychova, Vavreckova), Oct., 880 

State (Editorial), Nov., 917 

Reserpine, The (Weir, Meyers), Aug., 

696 

Accidents by Venomous Animals in Co- 
lombia (Marinkelle), Nov., 988 

Solutions the Paper Mill Noise Promblem 

(Gray), Apr., 257 

Source of Occupational Accidents in Egypt 

and the Part of Body Injured (EI- 
Attar), Aug., 672 

Standarized Bee Venom (SBV)_ Ther- 

apy of Arthritis (Steigerwaldt, Mathies, 

Damrau), Dec., 1045 

Sate Health Agency, How a, Prevents 
Occupational Disease (Liben, Hill), 
June, 489 

State Medical Boards and the Courts 
(Herrmann), June, 495 

Study of a Non-Ergotamine Agent in the 
Office Treatment of Vascular Head- 
ache, A (Young), Feb., 127 

Successful Management of the Peptic 

Ulcer Patient in Industry, A (Paullus), 

Jan., 

Surge of Progress (Editorial), 

Surgery: 

Advances in Pharmacology Related to 
Anesthesia and Surgery (Collins), 
June, 465 

Immediate Ambulation and Return to 
Work Following Herniorrhaphy 
(Lichtenstein), Sept., 754 

Surgical Problems Associated with 
Tabes Dorsalis (Hoerner), June, 483 

Symposium on Medical and Applied 

Virology: 

Program, May, 377; June, 479; July, 
626-628; Aug., 708, 709; Sept., 810- 
812; Oct., 852-854; Nov., 967-979 

Summaries of Papers, Nov., 970-979 
(See complete list below) 

Surgical Problems Associated with Tabes 

Dorsalis (Hoerner), June, 483 

Swedish Cotton Mills, Morphologic Ana- 
lysis of Dust from (Fridstrand), Sept., 

788 

Symposium on Medical and Applied Viro- 
logy, Papers Summarized: 

Alterations in Cellular Behavior dur- 
ing Establishment of Antiviral Resis- 
tance (Paucker), Nov., 978 

Chemical and Biologic Characteristics 
of Vertebrate Interferons (Merigan), 
Nov., 974 


Apr. ,237 


Effects of ee, as an Inhibitor 
(Baltimore), Nov., 

Electrophoresis of Purified Chick In- 
terferon (Fantes), Nov., 

Enhancement of Animal Virus Growth 
z. Another Virus (Cantell), Nov., 
vio 

Induction and Action of Interferon 

(Levy), Nov., 972 

Inhibition of the Infective Process in 
Cells Infected with Pseudo rabies 

Virus (Kaplan, Ben-Porat), Nov., 

976 

Interferon as a_ Potential Antiviral 
Drug (Finter), Nov., 970 

Interferon Production in Mice Injected 
with Viral and Nonviral Stimuli 
(Youngner), Nov., 973 

Interferon System at the Cellular Level, 
The (Baron), Nov., 971 

Need for Cellular RNA and_ Protein 
Synthesis for Interference Resulting 
from Interferon, The  (Lockart), 
Nov., 976 

Rationale for the Development of In- 
hibitors of Viral Synthesis (Franklin), 
Nov., 979 

Studies on the Mode of Action of 

Two Antiviral Agents: 

Isatin-B-Thiosemicarbazone (IBT) and 
Interferon (Joklik), Nov., 9 

Viral Interference Research Review 
(Henle), Nov., 975 

Systemic Allergic Reactions Due to Occu- 
pational Inhalation of TTuberculin 

Aerosol (Radonic), Jan., 24 


T 


Tabes Dorsalis, Surgical Problems Asso- 
ciated with (Hoerner), June, 483 
Temperature, Body, and its Regulations, 
Physiological Appenach, A Review (EI- 
Attar), Sept., 
Teratogenicity in i. Method .? aed 
ing for (Frohberg, Oettel), Feb., 
Tetanus, A. Program for the “aon 
of (Windsor), Mar., 171 
Toxicology, New Impetus for Occupa- 
tional Health and (Anderson), Dec., 
1081 
Toxicology: : ? 
Accidents by Venomous Animals in 
Colombia (Marinkelle), Nov., 988 
Acute Oral Toxicity of Reconstituted 
Spray-Dried Egg har The (Boyd, 
Peters, Krynen), Sept., 782 
Chronic Toxicity Study in Dogs Follow- 
ing Intralymphatic Injections — of 
Ethiodol, Ethiodol with Chlorophyll 
and Sterile Non-Iodinized Poppy Seed 
gi (Viamonte, Soto, Recher), Aug., 


Comments on Clinical Testing of An- 
timicrobial Agents in the Newborn 
(Silverio) , Dec., 1075 : 

Dynamic Changes in Industrial Co- 
hort Studies (Mancuso, El-Attar), 
Dec., 1059 

How a State Health hay Prevents 
Occupational Disease (Lieben, Hill), 
June, 489 

Metabolism of 1-(o-Tolylazo)-2-Naph- 
thylamine (Yellow OB) in Rats, The 
(Radomski, Harrow), Oct., 882 

Method of Testing for Teratogenicity 
in Mice (Frohberg, Oettel), Feb., 113 

Mrphologic Analysis _ of Dust ‘from 
Swedish Cotton Mills (Fridstrand), 
Sept., 

New Impetus for Occupational Health 
and Toxicology (Anderson), Dec., 
1068 

Similar Pharmacologic Effects of Pen- 
taborane, Decaborane and ps, 
The (Weir, Meyers), Aug., 

Study of a Non-Ergotamine _ in 
the Office Treatment of Vascular 
Headache, A (Young), Feb., 127 

Tumors from Asphalt Fractions Inject- 
ed into Mice (Simmers), Oct., 889 

Tranquilization, Potential Dangers of 

Long-Term (Laurain), Oct., 

Transport Company, Occupational Health 
Problems in a (Driessen), Jan., 30 
Treatment of Mallet Finger, The (Van 

Hamersvelt), Apr., 286 

Treatment of ‘Muscle Spasm with Paren- 
teral Phenyramidol (Quinnam, Nelson), 

Aug., 679 


Tribute to George P. Larrick, A (Deich- 


mann), June, 440 


Tuberculin Aerosol, Systemic Allergic Re- 


actions Due to Occupational Inhalation 
of (Radonic), Jan., 24 

Tumors from Asphalt Fractions Injected 
into Mice (Simmers), Oct., 


Industrial Medicine and Surgery 





U 


United Kingdom, Occupational Accident 
Prevention in the (Stoney), Apr., 267 

Urban Medical Department, The (John- 
son, Narky, White), Mar., 176 


V 


Venomous Animals, Accidents by, in 
Colombia (Marinkelle), Nov., 988 


W 


War, Medicine and Industry (Editorial), 

Dec., 1019 

West Pakistan, The Medical Department 
of the Mangla Dam Contractors in 

(Frewing), June, 458 

Whither Homo Sapiens? (Editorial), Jan., 

5 

Work Injuries and Smoking (Naus, Eng- 

gler, Hetychova, Vavrechova), Oct., 880 

Work Injuries, Florida (Florida Industrial 

Commission) , Mar., 200 

Work Injuries in a Heavy Industry: 

Accident Prevention in Heavy Indus- 
try (Faison), Apr., 252 

Engineering Safety into Material Han- 
dling Jobs (Verlenden), Apr., 254 

Miracle Mile, The (Smith), Apr., 248 

Workmen’s Compensation: 

Current Concepts of Injury Under 
the Workmen’s Compensation Act— 
The problem from the nee of 
Industry (Hahn), Nov., 954 

Current Wisconsin Legal Concepts in 
Industrial Psychoneurosis (Wilkie), 
Nov., 939 

Historical Background of Injury as it 
Relates to the Workmen’s Compen- 
sation Law (Gintz), Nov., 943 

Interpretation of Injury from the Stand- 
point of Labor (Gratz), Nov., 959 

Interpretation of Injury from the 
Standpoint of the Physician, The 
(Ansfield), Nov., 946 

Responsibilities of the Physician in 

orkmen’s Compensation Cases 
(Howe), Nov., 984 


Y 


Years Ahead, The (Editorial), Jan., 6 

(Yellow OB) in Rats, The Metabolism 
of 1-(o-Tolylazo)-2-1_ Naphthylamine 
(Radomski, Harrow), Oct., 882 
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